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Water and Wastewater Facility Classifications as of April 30. 1993 



The facilities listed in the following pages were classified prior to April 30, 1993 in respect to 
their complexity for the purposes of the Ontario Water and Wastewater Utility Operator 
Certification Program. This publication is the document listed under Section 3 (2) 1. of the 
Mandatory Certification Regulation for Water and Wastewater Utility Operators. Additional 
Copies are available through ; 

Publications Ontario 
5th Floor, 880 Bay Street., 
i Toronto, Ontario M7A 1N8 

Call 326-5300 

or 1-800-668-9938 

■ \ 
•\ 

If you have any questions regarding the information on the list please call the Certification office 
at: 456 - 0266 
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Class 1 Waier Distribution (WD) 



ALVINSTON WATER DISTRIBUTION 

ARNPRIOR WATER DISTRIBUTION 

BALA WATER DISTRIBUTION SYSTEM 

BANGOR LODGE LTD 

BARBARA STREET PUMPING STATION-THESSALON 

BASS LAKE PROVINCIAL PARK WASTEWATER TREATMENT 

BAYSIDE WATER DISTRIBUTION 

BEARDMORE WATER TREATMENT PLANT 

BEETON WORKS DEPARTMENT 

BENSFORT BRIDGE WATER DISTRIBUTION 

BURTCH CORRECTIONAL CENTRE 

CAMP WHITE PINE 

CAMP RAMAH 

CAPE CROKER WATER DISTRIBUTION 

CARLETON PLACE WATER DISTRIBUTION 

CARSONS CAMP 

CAYUGA, WATER DISTRIBUTION 

CEDAR COVE PARK AND MARINA 

COBDEN POLLUTION CONTROL PLANT 

COLBORNE TOWNSHIP OF 

COLLINGWOOD WATER DISTRIBUTION 

DUTTON PUC WATER DISTRIBUTION 

EAR FALLS WATER DISTRIBUTION 

EAST GWILLIMBURY WATER DISTRIBUTION 

EDWARDSBURGH WD 

ELGIN HOUSE WATER TREATMENT 

EMO TOWNSHIP WATER DISTRIBUTION 

FENELON FALLS WATER DISTRIBUTION 

FOREST WATER DISTRIBUTION 

GERALDTON WATER DISTRIBUTION 

GORE BAY WATER DISTRIBUTION 

GOSRELD SOUTH WATER SYSTEM 

GRAVENHURST WATER SUPPLY SYSTEM 

HARVEY OAK SHORES WATER DISTRIBUTION 

HURON WATER DISTRIBUTION 

HURON WATER DISTRIBUTION 

HWY 21 WATERWORKS 

INGERSOLL WATER DISTRIBUTION 

IROQUOIS FALLS WATER PLANT 

ISLANDVmW TRAILER PARK 

JAFFRAY & MELICK WATER DISTRIBUTION 

KAKABEKA FALLS P.P CAMPING AND DAY USE AREA 

KILLARNEY WATER DISTRIBUTION 

KITCHENER WATER DISTRIBUTION 

LANCASTER WATER DISTRIBUTION 

LEAMINGTON PUC 

LONGLAC WATER DISTRIBUTION 

MACTIER WATER DISTRIBUTION SYSTEM 

MADSEN WATER DISTRIBUTION (TWP BAIRD) 

I 
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MASSEY PUC WATER DISTRIBUTION 

MERSEA WATER DISTRIBUTION 

MIDDLE FALLS PROVINCIAL PARK WATER DISTRINUTION 

MITCHELLS BAY WATER DISTRIBUTION 

MOORE WATER DISTRIBUnON(TOWNSHIP OF) 

MORRISBURG WPCP 

MURPHY'S POINT PROVINCIAL PARK 

MUSKOKA WOODS SPORT RESORT 

NANTICOKE, WATER DISTRIBUTION 

NORWICH PUBLIC UTILITY COMMISSION 

OJIBWAY PROVINCIAL PARK WATER DISTRIBUTION 

ORONO-NEWTONVILLE 

POINT EDWARD WATER DISTRIBUTION 

PORT ROWAN.WATER DISTRIBUTION 

PORT CARLING WATER DISTRIBUTION SYSTEM 

PRESCOTT PUBLIC UTILmES 

QUINTE HEIGHTS WATER DISTRIBUTION-TWP. SIDNEY 

RED LAKE WATER DISTRIBUTION SYSTEM 

ROCK POINT PROVINCIAL PARK WATER DISTRIBUTION 

SANDBAR LAKE PROVINCIAL PARK WATER DISTRIBUTION 

SANDWICH MAIDSTONE WATER DISTRIBUTION 

SARNIA CLEARWATER 

SCARBOROUGH PUC 

SCHREIBER WATER DISTRIBUTION 

SOUTH FREDERICKSBURGH WATER DISTRIBUTION 

SUNDERLAND SCUGOG-BEAVERTON 

SUNRISE RESORT 

TECUMSEH PUC 

THORNE SEWAGE TREATMENT PLANT 

TORONTO(CITY OF) 

VIENNA WATER DISTRIBUTION 

WALPOLE ISLAND WATER DISTRIBUTION 

WARWICK TOWNSHIP WATERWORKS 

WASHAGO FILTRATION PLANT 

WATFORD WATER DISTRIBUTION 

WELLAND WATER DISTRIBUTIONCCITY OF) 

WHITCHURCH STOUFFVILLE WATER DISTRIBUTION 

WILMOT WATER DISTRIBUTIONCTOWNSHIP OF) 

YMCA GENEVA PARK 

YORK WATER DISTOIBUnON(CITY OF) 



Class 2 Water Distribution 



ADULT OCCUPATIONAL CENTRE WATER DISTRIBUTION-EDGAR 

AILSA CRAIG WATER DISTRIBUTION 

AJAX/PICKERING MAINTENANCE DISTRICT 

ALFRED AREA WATER TREATMENT PLANT 

ALLISTON WATER DISTRIBUTION(TOWN OF) 

ALMONTE 
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AMIK WATER DISTRIBUTION 

AURORA WATER DISTRBUTION 

AYLMER WATER DISTRIBUTION 

AYR WATER DISTRIBUTION 

BARRY'S BAY WATER DISTIRBUTION 

BATAWA WATER DISTRIBUTION 

BEAMSVILLE WATER DISTIRBUTION 

BELMONT PUBLIC UnLITIES WATER DISTRIBUTION 

BLENHEIM WATER DISTRIBUTION 

BLENHEIM AREA WATER SYSTEM 

BRANCHTON WATER DISTRIBUTION 

BRIGHTON PUC 

BROWNSVILLE WATER SYSTEM 

BRUCEFIELD WATER DISTRIBUTION 

BRUSSELS PUBLIC UTILITIES COMMISSION 

BURKS FALLS WATER TREATMENT 

CALEDONIA.WATER DISTRIBUTION 

CAMBRIDGE WATER DISTRIBUTION 

CARDIFF WATER 

CASSELMAN WATER DISTRIBUTION 

CEDARBROOK WATER DISTRIBUTION 

CHALK RIVER WATER DISTRIBUTION 

CHARLOTTENBURGH WATER DISTRIBUTION 

CHESLEY PUC 

COLCHESTER SOUTH WATER DISTRIBUTION 

COLCHESTER SOUTH WATER DISTRIBUTION 

COMBER AREA WATER SYSTEM 

COUNTRY CLUB VILLAGE WATER SYSTEM 

COURTLAND WATER DISTRIBUTION 

DELHI, WATER DISTRIBUTION 

DESERONTO WATER POLLUTION CONTROL PLANT 

DORCHESTER PUBLIC UnLITIES COMMISSION 

DRESDEN WATER DISTRIBUTION 

DRYDEN WATER WORKS 

DUNDALK WATER DISTRIBUTION 

DUNNVILLE, WATER DISTRIBUTION 

DURHAM WATER WORKS SYSTEM 

EGMONDVILLE WATER DISTRIBUTION 

ELIM LODGE CHRISTIAN CONFERENCE RESORT 

ELLIOT LAKE WATER TREATMENT PLANT 

ERIN POLICE VILLAGE OF HILLSBURGH 

ERIN WATERWORKS 

BSSA TOWNSHIP MCGREGOR WATER DISTRIBUTION 

ESSEX WEST WATER DISTRIBUTION 

FALC0NBRIIX3E AREA POTABLE WATER SUPPLY 

FERGUS WATER DISTRIBUTION 

FONTHILL WATER DISTRIBUTION 

FOREST PARK EAST 

FRANKFORD WATER DISTRIBUTION 

GELWOOD BAY WATER DISTRIBUTION 

GLENCOE WATER DISTRIBUTION 

GLENCOE WATER DISTRIBUTION 
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GODERICH WATER DISTOIBUTION 

GRAND BEND WATER SYSTEM 

GREEN ACRES WATER PUMPING STATION 

HAGERSVCLLE. WATER DISTOIBUTION 

HARBOURWOOD WATER DISTRIBUTION 

HARVEY PIRATES GLEN WATER DISTRIBUTION 

HARVEY ALPINE VILLAGE WATER DISTRIBUTION 

HARVEY BUCKHORN LAKE ESTATES 

HAVELOCK(VILLAGE OF) 

HAWKESBURY WATER DISTRIBUTION 

INCO LTD GARSON DEEP WELL WATER DISTRIBUTION 

INGLESIDE WATER DISTRIBUTION 

IROQUOIS FALLS -PORQUIS JUNCTION 

JOHN BAYUS PARK 

KAKEBEKA FALLS P.P GROUP CAMPING AREA 

KENORA WATER DISTRIBUTION 

KINGS VILLE WATER DISTRIBUTION 

KINGSVILLE WATER DISTRIBUTION 

KLONDYKE TRAILER PARK 

LAKE NIPIGON PROVINCIAL PARK WATER DISTRIBUTION 

LITTLE CURRENT 

LONDON NAIRN TWP OF WATER DISTRIBUTION 

MADOC WATER WORKS 

MAPLEWOOD ESTATES 

MARA TOWNSHIP WATER DISTRIBUTION 

MARKDALE WATER DISTRIBUTION 

MARKHAM WATER DISTRIBUTION(TOWN OF) 

MARS VILLE (E. GARAFAXA) WATER DISTRIBUTION 

MARYHILLS WATER DISTRIBUTION 

MATTAWA WATER DISTRIBUTION 

MEAFORD WATER DISTRIBUTION 

MIDLAND BAY WOODS WATER DISTRIBUTION 

MOUNT FOREST WATER DISTRIBUTION 

MOUNT ELGIN WATER SYSTEM 

MOUNT ELGIN WATER SYSTEM 

NANTICOKE, WATERFORD WATER DISTRIBUTION 

NANTICOKE. PORT DOVER WATER DISTRIBUTION 

NEW LISKEARD WATER DISTRIBUTION SYSTEM 

NEWTNGTON WATER DISTRIBUTION 

NIAGARA-ON-THE-LAKE{CORP OF THE TOWN OF) 

NOBEL WATER DISTRIBUTION 

NOTTAWASAGA INN 

ODESSA WATER DISTRIBUTION 

ONTARIO POLICE COLLEGE 

ORILLIA WATER DISTRIBUTION 

ORONO 

ORONO-BOWMANVILLE 

ORONO-BLACKSTOCK 

ORONO- NEWCASTLE 

OSHAWA/WHITBY MAINTENANCE DISTRICT 

OSHAWA WHITBY-BROOKLIN 

OXFORD HEIGHTS/CHELE-MARK-S.W. OXFORD TWP. 
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PALMERSTON PUC WATER DISTRffiUTION 

PARRY SOUND WATER DISTRIBUTION 

PEMBROKE WATER DISTRIBUTION 

PENETANGUISHENE WATER DISTRIBUTION 

PERTH PUBLIC UTILITIES WATER DISTRIBUTION 

PETERBOROUGH WATER DISTRIBUTION 

PICKLE LAKE WATER DISTRIBUTION 

PICTON PUBLIC UTILITIES WATER DISTRIBUTION 

PINE GROVE WATER DISTRIBUTION 

PLANTAGENET WATER DISTRIBUTION 

PORT MCNICOLL PUC 

PORT ELGIN WATER DISTRIBUTION 

PORT STANLEY PUC WATER DISTRIBUTION 

POWASSAN WATER DISTRIBUTION 

POWASSAN WATER DISTRIBUTION 

QUINTES ISLE CAMPARK 

RAINY RIVER WATER DISTRIBUTION 

RED ROCK WATER DISTRIBUTION 

RIPLEY WATER DISTRIBUTION 

ROSEHILL WATER DISTRIBUTION 

ROSEVILLE WATER DISTRIBUTION 

RUSSELL WATER DISTRIBUTION 

SANDCASTLE FILTRATION PLANT 

SEVERN ESTATES 

SHANTY BAY WATER DISTRIBUTION 

SIMCOE, WATER DISTRIBUTION 

SPRING ROCK CAMP 

ST CLEMENTS WATER DISTRIBUTION 

ST CATHARINES WATER DISTRIBUTION 

ST JACOBS WATER DISTRIBUTION 

ST MARY'S WATER DISTRIBUTION 

ST GEORGE WATER SYSTEM 

ST. THOMAS PUC 

STIRLING PUC 

STONEY POINT WATER WORKS 

SUNDERLAND SCUGOG-GREENBANK 

SUNDERLAND/SCUGOG WATER DISTRIBUTION 

SUNDERLAND SCUGOG-CANNINGTON 

SUNDERLAND SCOGOG-UXBRIDGE 

SUNDERLAND SCOGOG-PORT PERRY 

TARA WATERWORKS 

TAVISTOCK PUC 

TEESWATER WATER DISTRIBUTION 

TINY TOWNSHIP GEORGIAN SANDS 

TINY TOWNSHIP GEORGIAN HIGHLANDS 

TINY TOWNSHIP COOK'S LAKE 

TINY TOWNSHIP GEORGIAN BAY ESTATIES 

TINY TOWNSHIP WYEVALE 

TINY TOWNSHIP L.A. PLACE 

TINY TOWNSHIP LEFAIVE 

TINY TOWNSHIP RAYKO 

TINY TOWNSHIP BLUEWATER 

APRIL 30, 1993 
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TINY TOWNSHIP SAND CASTLE ESTATES 
TINY TOWNSHIP LEPAGE 
TINY TOWNSHIP SAWLOG BAY 
TINY TOWNSHIP PERKINSFIELD 
TINY TOWNSHIP PENNORTH ESTATES 
TINY TOWNSHIP THUNDER BAY 
TINY TOWNSHIP VANIER WOODS 
TINY TOWNSHIP T.P. POINT 
TOSORONTO TOWNSHIP OF HAMLET OF LISLE 
TWEED VILLAGE WATER DISTRIBUTION 
UNION WATER DISTRIBUTION SYSTEM 
UNION EAST WATER DISTIBUTION SYSTEM 
VAUGHAN WATER DISTRIBUT!ON(TOWN OF) 
VICTORIA HARBOUR WATER DISTRIBUTION 
WALLACEBURG WATER DISTRIBUTION 
WAUBAUSHENE WATER DISTRIBUTION 
WELLES LEY WATER DISTTtlBUTION 
WELLINGTON WATER DISTRIBUTION SYSTEM 
WHEATLEY WATER DISTRIBUTION 
WILLOWGROVE 

WINGHAM WATER DISTRIBUTION 
WOODLAND ACRES WATER DISTRIBUTION 
WOODVILLE WATER DISTRIBUTION 
ZURICH WATER DISTRIBUTION 



Class 3 Water Distribution 



AMHERSTBURG AREA WATER SYSTEM 

ARTHUR PUC WATER DISTRIBUTION 

AYR WATER DISTRIBUTION 

BAYBERRY ESTATES WATER DISTRIBUTION 

CHESTERVILLE WATER DISTRIBUTION 

COLBORNE WATER DISTRIBUTION 

DRAYTON WATER DISTRIBUTION 

EAST GWILLIMBURY 

ELGIN AREA WATER DISTRIBUTION 

ELMIRA WATER DISTRIBUTION 

ESSA TOWNSHIP ROBSON WATER DISTRIBUTION 

ESSEX PUC WATER DISTRIBUTION 

FINCH WATER DISTRIBUTION 

GUELPH WATER DISTRIBUTION 

HEIDELBERG WATER DISTRIBUTION 

HENSALL WATER DISTRIBUTION 

HURON PARK WATER DISTRIBUTION 

IGNACE WATER DISTRIBUTION 

LINWOOD WATER DISTRIBUTION 

LISTOWEL P.U.C. 

LOCKERBY MINE DOMESTIC WATER SUPPLY 

MERRICKVILLE WATER DISTRIBUTION 
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MIDLAND WATER DISTRIBUTION 

MILLBROOK WATER DISTRIBUTION 

MILVERTON WATER AND SEWAGE WORKS 

MINDEN WATER SYSTEM 

MTTCHELL WATER DISTRIBUTION 

NAKINA WATER DISTRIBUTION 

NAPANEE WATER SUPPLY & POLLUTION C0NT1R0L BOARD 

ONAPING POTABLE WATER SYSTEM 

PARIS WATER DISTRIBUTION 

PORT COLBORNE WATER DISTRIBUTION 

PORT HOPE WATER WORKS COMMISSION 

PORTAGE PARK WATER DISTRIBUTION 

RIDGETOWN WATER DISTRIBUTION 

STAYNER WATER DISTRIBUTION 

STRATFORD WATER DISTRIBUTION 

SUNNYSIDE WATER DISTRIBUTION 

THORNBURG WATER DISTRIBUTION 

TOSORONTO TOWNSHIP OF 

TOTTENHAM WATER DISTRIBUTION 

WALKERTON PUC WATER DISTRIBUTION 

WEST MONTROSE WATER DISTRIBUTION 

WIARTON PUC WATER DISTRIBUTION 

WINCHESTER WATER DISTRIBUTION 

WINDSOR UTTLITIES COMMISSION 

WOOLWICH WATER DISTRIBUTION(TOWNSHIP OF) 



Class 4 Water Distribution 



BARRIE WATER DISTRIBUTION 

DECEW FALLS WATER DISTRIBUTION 

GRIMSBY WATER DISTRIBUTION 

LONDON PUC WATER DISTRIBUTION 

NEWMARKET WATER SUPPLY SYSTEM 

NIAGARA FALLS WATER DISTRIBUTION 

NORTH BAY WATER DISTRIBUTION 

OTTAWA CARLETON WATER DISTRIBUTION 

STRATHROY PUC 

WATERLOO WATER DISTRIBUTION(TREGIONAL MUNICIPALITY OF) 

WELLAND WATER DISTRIBUTION 
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Class 1 Water Treatment (WT) 



ALGONQUIN PROVINCIAL PARK 

AMELIASBURG WATER TREATMENT (HAMLET) 

AMHERSTVIEW WATER 

AMIK WATER TREATMENT 

ARROWHEAD/MIKISEW PROVINCIAL PARK WATER TREATMENT 

BANGOR LODGE LTD 

BARBARA STREET PUMPING STATION 

BEACHBURG WATERWORKS 

BEETON MCKELVEY 

BENSFORD BRIDGE RESORT WATER TREATMENT 

BINGE MAN PARK FARMS LTD 

BNPD STPA WATER DISTRIBUTION 

BONNECHERE PROVINCIAL PARK WATER TREATMENT 

BRACEBRIDGE WATER TREATMENT 

BROOKLANDS WATER 

BRUCE NGS "A" 

BRUCE NGS "B" 

BUCKHORN NARROWS 

CACHE BAY WATER SUPPLY PLANT 

CAMP RAMAH 

CAMP TRILLIUM 

CAMP WHITC PINE 

CAMP WANAKITA 

CAMP WAHANOWIN 

CAMPERS COVE 

CARSON LAKE PROVINCIAL PARK WATER TREATMENT 

CARSONS CAMP 

CELANESE CANADA INC WATBR TREATMENT 

CFB BORDEN WATER TREATMENT 

CFB TRENTON WATER PLANT 

CHENEY WATER TREATMENT 

CLARENCE CREEK 

CLEARVIEW COTTAGE RESORT 

COBALT WATER TREATMENT 

COCHENOUR WATER TREATMENT PLANT 

COLLINGWOOD WATER TREATMENT 

DELAWARE WATER TREATMENT 

DRIFTWOOD PROVINCIAL PARK WATER TREATMENT 

ELGIN HOUSE RESORT 

FAIRBANK PROVINCIAL PARK WATER TREATMENT 

FERN RESORT 

FINCH WATER TREATMENT 

FINLAYSON POINT PROVINCIAL PARK WATER TREATMENT 

FOY PROVINCIAL PARK WATER TREATMENT 

FUSHIMI PROVINCIAL PARK 

GORE BAY WATER TREATMENT 

GRANGE WAYS TRAILER PARK 

GREEN ACRES DAY CAMP 

GREENWATER WATER TREATMENT 
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GRUNDY LAKE PROVINCIAL PARK 

HALFWAYLAKE PROVINCIAL PARK WATER TREATMENT 

HAMMOND WATER TREATMENT 

HANOVER WATER TREATMENT 

HAREWOOD WATER 

INGLESIDE WATER TREATMENT 

IROQUOIS WATER TREATMENT 

ISLANDVIEW TRAILER PARK 

JAMES WATCRWORKS(TOWNSHIP OF) 

KAKABEKA FALLS PROVINCIAL PARK WATER TREATMENT 

KAPUSKASING WATER TREATMENT 

KEMPTVILLE WATER TREATMENT 

KIDD CREEK MINE- MINESITE 

KIDD CREEK MINE- METALLURGICAL SITE 

KILLARNEY PROVINCIAL PARK WATER TREATMENT 

KILLARNEY WATER TREATMENT 

KILLBEAR PROVINCIAL PARK 

KIMBERLY CLARK WATER TREATMENT 

LAKE SUPERIOR PROVINCL\L PARK WATER TREATMENT 

LAKE ST. PETER PROVINCL\L PARK WATER TREATMENT 

LITTLE CURRENT 

MACGREGOR POINT PROVINCIAL PARK 

MADSEN WATER TREATIvIENT PLANT (TWP OF BAIRD) 

MANITOU-WABING 

MANITOWANING WATER TT^EATMENT 

MARMAC WATER TREATMENT 

MARTEN RIVER PROVINCIAL PARK WATER TREATMENT 

MASSEY PUC WATER TREATMENT 

MATHESON WATER TREATMENT 

MATTICE WATER TREATMENT 

MCGARRY WATER TREATMENT(TOWNSHIP OF) 

MEAFORD WATER TREATMENT 

MENTAL HEALTH CENTRE PENETANGUISHENE 

MICHIPICOTEN RIVER VILLAGE WATER TREATMENT 

MISSISSAGI PROVINCIAL PARK WATER TREATMENT 

MOONBEAM WATER TREATMENT 

MORRIS BURG WPCP 

MUSKOKA WOODS SPORT RESORT 

NAGAGAMISIS PARK 

NOBEL WATERWORKS 

NORTH CROSBY CAMPGROUND DIRY LIMITED 

NORWICH PUBLIC UTILITY COMMISSION 

NYM LAKE WATER TREATMENT 

OASTLER LAKE PROVINCIAL PARK 

OBATANGA PROVINCIAL PARK WATER TREATMENT 

ORCHARD VIEW PARK WATER TREATMENT 

PANCAKE BAY PROVINCIAL PARK WATER TREATMENT 

PARRY SOUND WATER DISTRIBUTION 

PEAT'S POINT WATER TREATMENT 

PICKERAL PARK TRAILER PARK 

PICNIC ISLAND RESORT LTD. 

PINEAIRES RESORTS 

APRIL 30, 1993 
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PIONEER PARK RESORT 

PITTSBURGH TWP WATER TREATMENT PLANT 

PORT MCNICOLL PUC 

RAMORE WATER TREATMENT 

RED LAKE WATER TREATMENT PLANT 

RED EAGLE TRAILER PARK 

RESTOULE PROVINCIAL PARK WATER TREATMENT 

RONDEAU CENTRAL WATER SYSTEM 

ROPE (TWP OF TAY) WATER TREATMENT 

SAMUEL DE CHAPLAIN PROVINCIAL PARK WATER TREATMENT 

SHADOW POINT PARK 

SHARBOT LAKE PROVINCIAL PARK 

SILENT LAKE PROVINCIAL PARK WATER TREATMENT 

SIMCOE, WATER TREATMENT 

SIOUX LOOKOUT WATER TREATMENT 

ST PASCAL BAYLON WATER TREATMENT 

STANTON HOUSE WATER TREATMENT 

STURGEON BAY PROVINCIAL PARK 

SUNRISE RESORT 

SUNSITE ESTATES WATER TREATMENT 

TALBOT LEISURE CENTRE 

TAYLOR STRATTEN WATER TREATMENT 

THORNE SEWAGE TREATMENT PLANT 

THREE CASTLES RESORT 

VAL GAGNE WATER -niEATMENT 

VERMILION BAY WATER TREATMENT PLANT 

VILLAGE OF TOTTENHAM WATER TREATMENT 

WAKAMI LAKE PROVINCIAL PARK 

WESTMINSTER PUBLIC UTTLITIES COMMISSION 

WHITE RIVER WATER TREATMENT 

WHITE LAKE PROVINCIAL PARK WATER TREATMENT 

WIARTON PUC WATER TREATMENT 

WINDY LAKE PROVINCIAL PARK WATER TREATMENT 

ZORRA - EMBRO WATER TREATMENT 



Pass 2 Water Treatment 



ABITIBI PRICE WATER TREATMENT PLANT 

ALEXANDRIA WATER TREATMENT 

ATIKOKAN WATER TREATMENT PLANT 

BARRY'S BAY WATER TREATMENT 

BATAWA WATER TREATMENT PLANT-SIDNEY TOWNSHIP 

BATAWA WATER TREATMENT BATA FOOTWEAR 

BAYSIDE WATER TREATMENT PLANT 

BEAMSVILLE WATER TREATMENT 

BEAVERTON WATER SUPPLY PLANT 

BEETON SPRINGS 

BOWMANVILLE WATER SUPPLY PLANT 

BROCK VILLE(PUBLIC UTILITIES COMMISSION OF THE CITY OF) 

BRUCE HEAVY WATER PLANT 
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CALLANDER NORTH HIMSWORTH WATER TREATMENT 

CAMPBELLFORD PUC 

CAPE CROKER WATER TREATMENT 

CARDINAL WATER TREATMENT 

CAYUGA WATER TREATMENT 

CHARLOTTENBURGH WATER TREATMENT PLANT 

CHARLTON WATER TREATMENT PLANT 

CHIPPEWAS OF RAMA WATER TREATMENT 

DAVID BELL MINE 

DELHI, WATER TREATMENT 

DUNNVILLE. WATER TREATMENT 

FAUQUIER WATER TREATMENT 

FENELON FALLS WATER TREATMENT 

FENWOOD GARDENS WATER TREATMENT 

FOLEYET WATER TREATMENT PLANT 

FORT SEVERN WATER TREATMENT 

FORT ALBANY WATER TREATMENT 

GEORGETOWN WATER PURIFICATION M.ANT 

GERALDTON WATER TREATMENT PLANT 

GRAVENHURST WATER TREATMENT FACILITY 

GREENBROOK WATER TREATMENT-REGION OF WATERLOO 

GRIMSBY WATER TREATMENT 

GUELPH CITY OF 

HEMLO GOLD MINES INC 

IGNACE WATER TREATMENT 

DMCO LEVECK MINE WATER TREATMENT 

KESWICK PURmCATION PLANT 

KETTLE STONEY POINT WATER TREATMENT 

KINCARDINE PUC WATER TREATMENT 

KINGSTON TWP WATER TREATMENT RANT 

KITCHENER WATERLOO CAMBRIDGE 

LOCH LOMAND WATER -reEATMENT-THUNDER BAY 

MARA TOWNSHIP WATER TREATMENT 

MIDLAND BAY WOODS WATER TREATMENT 

NANTICOKE. WATER TREATMENT 

NAPANEE WATER SUPPLY & POLLUTION CONTROL BOARD 

NEW LISKEARD WATER TREATMENT PLANT 

NEWCASTLE WATER SUPPLY PLANT 

NIAGARA GLASS PLANT, WATER TREATMENT PLANT 

ONEIDA WATER TREATMENT 

ONTARIO HYDRO THERMAL GENERATING STATION (DOMESTIC) 

ORILLIA WATER TREATMENT 

PARRY SOUND INDUSTRIAL PARK 

PETROCAN - COOKSTOWN WATER TREATMENT 

PORT STANLEY PUC WATER TREATMENT 

PORT ROWAN WATER TREATMENT 

PORT ROBINSON WATER TREATMENT 

ROCK POINT PROVINCIAL PARK WATER TREATMENT 

SANDCASTLE RLTRATION PLANT 

SANDHURST WATER SUPPLY PLANT 

SMITHS FALLS WATER COMMISSION 

ST JACOB WATER TREATMENT-REGION OF WATERLOO 
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THORNBURG WATER TREATMENT 
TOWNSHIP OF JOHNSON WATER TREATMENT 
TWP OF RED ROCK WATER TREATMENT PLANT 
VAL RITA WATER TREATMENT PLANT 
WARKWORTH WATER TREATMENT PLANT 
WASH AGO FILTRATION PLANT 
WELLESLEY WATER TREATMENT 
WL\RTON PUC WATER TREATMENT (1992) 
WINISK WATER TREATMENT 



Class 3 Water Treatment 



AJAX WATER SUPPLY PLANT 

ARNPRIOR WATER TREATMENT 

BEARDMORE WATER TREATMENT PLANT 

BOBCAYGEON WATER TREATMENT 

CFB TRENTON DETACH MOUNTAIN VIEW WATER PLANT 

CHATHAM WATER TREATMENT 

COBDEN WATER TREATMENT PLANT 

COBOURG PUC 

CORNWALL WATER PURIFICATION PLANT 

DECEW FALLS WATER TREATMENT 

DEEP RIVER WATER TREATMENT 

DRYDEN WATER TREATMENT 

EGANVILLE WATER TREATMENT PLANT 

EMO WATER TREATMENT PLANT 

ERIEAU-ERDE BEACH WATER SYSTEM 

FRANKFORD WATER TREATMENT 

GODERICH WATER TREATMENT 

HANOVER WATER WORKS 

HARROW COLCHESTER WATER SYSTEM 

HAW K ES BUR Y WATER TREATMENT 

KENORA WASTEWATER TREATMENT 

LOCKERBY MINE DOMESTIC WATER SUPPLY 

LONG LAC WATER TREATMENT PLANT 

LORNE PARK WATER TREATMENT PLANT 

MELBOURNE WATER TREATMENT 

NIAGARA FALLS WATER TREATMENT 

OAKVILLE WATER PURIFICATION PLANT 

ODESSA WATER TREATMENT PLANT 

OSHAWA WATER SUPPLY PLANT 

OWEN SOUND WATER TREATMENT PLANT 

PEMBROKE WATER TREATMENT 

reRTH PUBLIC UTILITIES COMMISSION 

PETAWAWA NATIONAL FORESTRY INSTITUTE WATER TREATMENT 

PETERBOROUGH WATER TREATMENT 

PETROLIA WATER TREATMENT 

PICTON PUBLIC UTILITIES COMMISSION WATER TREATMENT 

PORT ELGIN WATER TREATMENT 

PRESCOTT PUBLIC UTILITIES 
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RAINY RIVER WATER TREATMENT PLANT 

RENFREW WATER TREATMENT 

ROPE WATER TREATMENT (NEW PLANT) 

ROSEHILL WATER TREATMENT 

SAULT STE. MARIE WATER TREATMENT 

SELKIRK PROVINCIAL PARK 

SIX NATIONS WATER PLANT 

SOUTHAMPTON PUC 

SOUTHAMPTON PUC 

STONEY POINT WATERWORKS 

THUNDER BAY BARE POINT 

VICTORIA HARBOUR WATER TREATMENT 

WALLACEBURG WATER TREATMENT 

WALPOLE ISLAND WATER PLANT 

WELLAND WATER TREATMENT 

WELLAND WASTEWATER TREATMENT(CITY OF) 

WEST LORNE PUCWATER TREATMENT 

WHEATLEY WATER TREATMENT 

WHITBY WATER SUPPLY PLANT 



Class 4 Water Treatment 



ALFRED AREA WATER TREATMENT PLANT 

ALVINSTON WATER TREATMENT 

AMHERSTBURG AREA WATER SYSTEM 

BELLEVILLE WATER TREATMENT 

BLENHEIM AREA WATER SYSTEM 

BRANTFORD WATER TREATMENT 

BRITANNIA WATER PURIFICATION PLANT 

CANADIAN FORCES BASE PETAWAWA WATER FILTRATION PLANT 

CARLETON PLACE WATER TREATMENT PLANT 

CASSELMAN WATER TREATMENT 

CHALK RIVER WATER TREATMENT 

COCHRANE WATER TREATMENT 

DESERONTO WATER TREATMENT PLANT 

EAR FALLS WATER TREATMENT PLANT 

ELLIOT LAKE WATER TREATMENT PLANT 

HAMILTON WATER PURIFICATION PLANT 

HUNTS VILLE WATER TREATMENT 

JOYCEVILLE INSTITUTION RLTRATION PLANT 

LAKEVIEW WATER TREATMENT PLANT 

LEMIEUX ISLAND WATER PURIFICATION PLANT 

LD^SAY WATER DISTRIBUTION 

MALETTE KRAFT WATER TREATMENT 

MANNHEIM WATER TREATMENT 

ROCKLAND WATER TREATMENT 

ST LAWRENCE STARCH WATER TREATMENT 

TILBURY WATER TREATMENT PLANT 

TIMMINS WATER TREATMENT 

UNION WATER SYSTEM 
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VERNfER WATER TREATMENT PLANT 
WANAPITEI WATER PLANT 



Class 1 Wastewater Collection (WWC) 



AMHERSTBURG POLLUTION CONTROL PLANT(TOWN OF) 

AMIK WASTEWATER COLLECTION 

ANGLICAN ISLAND LAKE OF THE WOODS 

AURORA{CORPORAT10N OF THE TOWN OF) 

BARWICK SEWAGE COLLECTION SYSTEM 

BATAWA WASTEWATER COLLECTION 

BELLE VALLEE LAGOON WASTEWATER COLLECTION 

BICROFT TOWNSHIP WASTEWATER COLLECTION 

BRIG DEN WASTEWATER COLLECTION 

CAMP TAMARACK 

CAMP WHITE PINE 

CAMP RAMAH 

CAMP AROWHON WASTEWATER COLLECTION 

CHARLOTTENBURGH WATER POLLUTION CONTROL PLANT 

CORUNNA WASTEWATER COLLECTION 

COURTRIGHT-MOORETOWN WASTEWATER COLLECTION 

DESBARATS SEWAGE LAGOON 

DRAYTON WASTEWATER TREATMENT 

DRYDEN WWC 

DUNDALK WASTEWATER COLLECTION 

EDWARDSBURGH WASTEWATER COLLECTION 

ELGIN HOUSE WASTEWATER COLLECTION 

DMNISFIL WATER POLLUTION CONTROL PLANT 

IROQUOIS FALLS-PORQUIS JUNCTION 

KILLARNEY WASTEWATER COLLECTION 

LOCKERBY WASTEWATER COLLECTION 

MADSEN SEWAGE COLLECTION SYSTEM (TWP BAIRD) 

MAIDSTONE SEWAGE SYSTEM 

MALHIDE WASTEWATER COLLECTION 

MANITOBA PIONEER CAMP SHOAL LAKE 

MANITOWANING W.P.C.P. 

MENTAL HEALTH CENTRE-PENETANGUISHENE 

MERLIN SEWAGE WORKS 

MORRISBURG WPCP 

NANTICOKE, WASTEWATER COLLECTION-JARVIS 

NANTICOKE WASTEWATER COLLECTION-LAKE ERIE INDUSTRIAL PARK 

NIAGARA-ON-THE-LAKE(CORP OF THE TOWN) 

NORTH YORK WASTEWATER COLLECTION 
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NOTTAWASAGA INN 

ONTARIO HYDRO SEWAGE WORKS-MILDMAY. MOEE 

OPASATIKA WP.C.P. 

ORONO-NEWCASTLE 

OSWEGO PARK WASTEWATER COLLECTION 

RAINY RIVER WASTEWATER COLLECTION 

RUSSELL WWC 

SCHREIBER WASTEWATER COIXECTION 

ST CLAIR BEACH SEWAGE SYSTEM 

ST GEORGE WASTEWATER COLLECTION 

ST CATHARINES SEWER COLLECTION SYSTEM 

STAMFORD/NIAGARA FALLS POLLUTION CONTROL R,ANT 

STANTON HOUSE RESORT 

SUNDERLAND/SCUGOGWASTEWATER COLLECTION 

SUNDERLAND SCUGOG-CANNINGTON 

SUNDERLAND SCOGOG-PORT PERRY 

TECUMSEH SEWAGE SYSTEM 

TECUMSEH-ST.CLAIR BEACH 

THORNE SEWAGE TREATMENT PLANT 

THUNDER BAY CORRECTIONAL CENTRE 

WASHAGO FILTRATION PLANT 

WELLES LEY WASTEWATER COLLECTION 

WILLIAMSBURG SEWERS 

WOODLAND ACRES WASTEWATER COLLECTION 



Class 2 Wastewater Collection 



AILS A CRAIG WASTEWATER COIXECTION 

ALEXANDRIA WWC 

ALFRED WP.C.P. 

ALMONTE 

AMHERSTVffiW SEWER 

ANGUS WWC 

ARNPRIOR WASTEWATER COLLECTION 

AYR WASTEWATER COLLECTION 

BANCROFT WATER COLLECTION SYSTEM 

BARRY'S BAY WWC 

BEARDMORE WASTEWATER COLLECITON 

BEETON WORKS DEPARTMENT 

BELLE RIVER SEWAGE SYSTEM 

BELLEVILLE WASTEWATER COLLECTION 

BELMONT WASTEWATER TREATMENT 

BENMILLER PLANT-INN 

BIGGAR LAGOON WASTEWATER COLLECTION 

BLENHEIM WASTEWATER COLLECTION 

BOBCAYGEON WASTEWATER COLLECTION 

BRANTFORD SANITARY PUMPING STATIONS 

BRIGHT'S GROVE WASTEWATER COLLECTION 

BURKS FALLS WATER DISTRIBUTION 

CALEDONIA, WASTEWATER COLLECTION 

APRIL 30, 1993 15 



CAMBRIDGE WASTEWATER COLLECTION 

CARDINAL WASTEWATER COLLECTION 

CARLETON PLACE WWC 

CASSELMAN SEWAGE 

CFB PETAWAWA WASTEWATER COLLECTION 

CHALK RIVER W.P.C.P. 

CHESLEY SEWAGE WORKS 

CHESTERVILLE WASTEWATER COLLECTION 

COBDEN POLLUTION CONTROL PLANT 

COLCHESTER SOUTH WASTEWATER COLLECTION 

COLDWATER WATER POLLUTION CONTROL PLANT 

COOKSTOWN WWC 

DELHI WASTEWATER COLLECTION 

DESERONTO WATER POLLUTION CONTROL PLANT 

DUNNVILLE, WASTEWATER COLLECTION 

DURHAM WASTEWATER COLLECTION 

DUTTON SEWAGE 

EAR FALLS WASTEWATER COLLECTION 

EAST GWILLIMBURY WASTEWATER COLLECTION 

EDGEWATER BEACH SEWAGE COLLECTION SYSTEM 

EMBRUN WWC 

EMO TOWNSHIP COLLECTION SYSTEM 

ESSEX WASTEWATER COLLECTION 

ESTEN LAKE WASTEWATER COLLECTION 

FENELON FALLS WASTEWATER COLLECTION 

FRANKFORD WASTEWATER COLLECTION 

GERALDTON WASTEWATER COLLECTION 

GLENCOE WASTEWATER COLLECTION 

GODERICH WASTEWATER COLLECnON(TOWN OF) 

GRAND VALLEY WASTEWATER COLLECTION SYSTEM 

GREEN VALLEY WASTEWATER COLLECTION 

GUELPH CITY OF 

HAGERSVILLE, WASTEWATER COLLECTION 

HALIBURTON WPCP WASTEWATER COLLECTION 

HANOVER WASTEWATER COLLECTION 

HARROW WASTEWATER COLLECTION 

HURON PARK WASTEWATER COLLECTION SYSTEM 

IGNACE WATER POLLUTION CONTROL PLANT 

INGERSOLL PUBLIC UTILITIES COMMISSION 

IROQUOIS FALLS 

KENORA WASTEWATER COLLECTION 

KINCARDINE WASTEWATER COLLECTION 

KINGSTON WASTEWATER COLLECTION 

LANCASTER WWC 

LARDER LAKE WATERWORKS/SEWAGE SYSTEMCTOWNSHIP OF) 

LITTLE CURRENT W.P.C.P. 

LONG LAC WASTEWATER COLLECTION 

LUCAN WASTEWATER COLLECTION 

LUCKNOW SEWAGE WORKS 

MARK DALE WASTEWATER COLLECTION 

MATTAWA WASTEWATER COLLECTION 

MAXVILLE SEWAGE COLLECTION 
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MCGREGOR SEWAGE COLLECTION 

MERRICKVILLE W.P.CP. 

MILLBROOK WASTEWATER COLLECTION 

MILVERTON WATER AND SEWAGE WORKS 

MINDEN SEWAGE SYSTEM 

MITCHELLS BAY WASTEWATER COLLECTION 

MOUNT FOREST PUBLIC UTILITIES COMMISSION 

MUSKOKA WOODS SPORT RESORT 

NAKINA WASTEWATER COLLECTION PLANT 

NANICOKE WASTEWATER COLLECTION 

NAPANEE WWC 

NEWMARKET WASTEWATER COLLECTION 

NORTH BAY PUBLIC WORKS 

ODESSA WATER POLLUTION CONTROL PLANT 

OMEMEE WASTEWATER COLLECTION 

ORILLIA WASTEWATER COLLECTION 

ORONO-BOWMANVILLE 

PARIS WASTEWATER COLLECTION 

PARRY SOUND W.P.CP. 

PELHAM(TOWN OF) 

PEMBROKE WASTEWATER COLLECTION 

PETAWAWA WASTEWATER TREATMENT 

PICKLE LAKE WASTEWATER COLLECTION 

PLANTAGENET W.P.CP. 

POINT EDWARD WASTEWATER COLLECTION PLANT 

PORT STANLEY WASTEWATER COLLECTION 

PORT HOPE WASTEWATER COLLECTION 

PORT MCNICOLL WATER POLLUTION CONTROL PLANT 

PORT ROWAN WASTEWATER COLLECTION 

POWASSAN WASTEWATER COLLECTION 

RED LAKE SEWAGE COLLECTION SYSTEM 

RICHMOND HILL WASTEWATER COLLECTION 

RIPLEY SEWAGE WORKS 

ROCKLAND W.P.C.P. 

RODNEY WASTEWATER COLLECTION SYSTEM 

RUSSELL SEWAGE 

SANDWICH WEST WASTEWATER COLLECHON 

SARNIA CLEARWATER 

SAULT STE MARIE WASTEWATER COLLECTION 

SIMCOE. WASTEWATER COLLECTION 

SOUTHAMPTON WATER POLLUTION CONTROL PLANT 

SOUTHWESTERN REGIONAL CENTRE-BLENHEIM 

SPENCERVILLE WASTEWATER COLLECTION 

ST-ISIDORE SEWAGE 

ST. THOMAS W PC.P. 

STAYNER WASTEWATER COLLECTION 

STIRLING WASTEWATER COLLECTION 

STONEY POINT SEWAGE SYSTEM 

SUNDERLAND SCOGOG-UXBRIDGE 

SUNDERLAND SCUGOG-BEAVERTON 

TARA SEWAGE SYSTEM 

THAMESVILLE WASTEWATER COLLECTION 
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THOROLEKCITY OF) 

TIVERTON SEWAGE WORKS 

VANKLEEK HILL WWC 

VICTORIA HARBOUR WASTEWATER COLLECTION 

WALLACEBURG WASTEWATER COLLECTION 

WARKWORTH WASTEWATER COLLECTION 

WATERFORD WASTEWATER COLLECTION 

WELLAND WASTEWATER COLLECnON{CITY OF) 

WELLINGTON WASTEWATER COLLECTION SYSTEM 

WENDOVER WATER POLLUTION CONTROL PLANT 

WEST LORNE SEWAGE 

WHEATLEY/ROMNEY WASTEWATER COLLECHON 

WHITCHURCH STOUFFVILLE WASTEWATER COLLECTION 

WILMOT WASTEWATER COLLECTION 

WINCHESTER WASTEWATER COLLECTION 

WOOLWICH WASTEWATER COLLECTION(TOWNSHIP OF) 



Class 3 Wastewater Collection 



AJAX/PICKERING WASTEWATER COLLECTION 
ALVINSTON WASTEWATER COLLECTION 
ELORA(VILLAGE OF) 

LINDSAY WATER POLLUTION CONTROL PLANT 
MARKHAM WASTEWATER COLLECTION 
NEW LISKEARD WASTEWATER COLLECTION 
NIAGARA FALLS WASTEWATER COLLECTION 
OSHAWA/WHTTBY WASTEWATER COLLECTION 
OWEN SOUND(C!TY OF) 

PAISLEY WATER POLLUTION CONTOOL PLANT 
PORT ELGIN WASTEWATER COLLECTION 
RED ROCK WASTEWATER COLLECTION 
THORNBURY SEWAGE WORKS 
THUNDER BAY WASTEWATER COLLECTION 
VAUGHAN WASTEWATER COLLECTION 
WINDSOR WASTEWATER COLLECTION 
YORK WASTEWATER COLLECTION 



Class 4 Wastewater Collection 



OTTAWA WWC(GREATER) 

WINDSOR WASTEWATER COLLECTION 
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Class 1 Wastewater Treaimgnt fWWD 

ALFRED WATER POLLUTION CONTROL PLANT 

ALGONQUIN PROVINCIAL PARK 

AMHERSTVIEW LAGOONS 

AMIK WASTEWATER TREATMENT 

ANGLICAN ISLAND LAKE OF THE WOODS 

ARTHUR WASTEWATER TREATMENT 

AYLMER WASTEWATER TREATMENT 

BALA WASTEWATER TREATMENT FACILITY 

BANGOR LODGE LTD. 

BARWICK SEWAGE LAGOON 

BASS LAKE PROVINCIAL PARK WASTEWATER TREATMENT 

BAYS BORE VILLAGE WASTEWATER TREATMENT 

BAYVIEW WILDWOOD RESORTS 

BEARDMORE WATER POLLUTION CONTROL FACILITY 

BEETON WATER POLLUTION CONTROL PLANT 

BELLE VALLEE LAGOON WASTEWATER TREATMENT 

BELMONT WASTEWATER TREATMENT 

BICROFT TOWNSHIP SEWAGE LAGOON 

BLEN^fEIM SEWAGE LAGOONS 

BOSANQUET TOWNSHIP 

BRIGDEN WASTEWATER TREATMENT 

BRIGHT'S GROVE WATER POLLUTION CONTROL PLANT 

BRIGHTON WPCP 

BRUCE MINES WASTEWATER TREATMENT 

BURKS FALLS LAGOON 

CJ.L WASTEWATER TREATMENT 

CALLANDER NORTH HIMSWORTH LAGOON 

CAMP TIMBERLANE 

CAMP TAMAKWA 

CAMP TAMARACK 

CAMP WAHANOWIN 

CAMP WHITE PINE 

CAMPRAMAH 

CAMP AROWHON WATER DISTRIBUTION 

CANADIAN ELECTROCOATING LTD. 

CAPREOL LAGOON WASTEWATER TREATMENT 

CARILLON PROVINCIAL PARK WASTEWATER TREATMENT 

CASSELMAN SEWAGE 

CFB TRENTON DETACH MOUNTAIN VIEW WASTEWATER TREATMENT 

CHAPLEAU WATER POLLUTION CONTROL PLANT 

CHELMSFORD LAGOON WASTEWATER TREATMENT 

CHESLEY SEWAGE WORKS 

CHESTERVILLE WASTEWATER TREATMENT 

COCHENOUR SEWAGE LAGOON (TWP OF GOLDEN) 

COLCHESTER SOUTH S SEWAGE SYSTEM 

COMBER SEWAGE SYSTEM 

CORO WASTEWATER TREATMENT 

COTTAM WASTEWATER TREATMENT 

DARLINGTON SEWAGE TREATMENT PLANT 
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DEEP RIVER WASTEWATER TREATMENT 

DESBARATS SEWAGE LAGOON 

DffiSEL DIV. GENERAL MOTORS WASTEWATER TREATMENT PLANT 

DRAYTON WASTEWATER TREATMENT 

DUBREUILVILLE WATER POLLUTION CONTROL PLANT 

DUNDALK WASTEWATER TREATMENT 

EDGEWATER BEACH SEWAGE SYSTEM 

EDWARDSBURGH WASTEWATER TREATMENT 

ELGIN HOUSE RESORT 

EMO TOWNSHIP SEWAGE LAGOON 

ENGLEHART WWT 

ESSEX S WASTEWATER TREATMENT 

FALCONBRIDGE WWT 

FAUQUIER WATER POLLUTION CONTOOL PLANT 

FERN RESORT 

FORD ESSEX ENGINE PLANT WASTEWATER TREATMENT 

GANANOQUE WASTEWATER TREATMENT 

GARDEN CITY RACEWAY LAGOON 

GENEVA PARK YMCA WASTEWATER TREATMENT 

GLENCOE WASTEWATER TREATMENT 

GORE BAY WP.C.P. 

GREEN VALLEY WASTEWATER TREATMENT 

HALLEBOURG WASTEWATER TREATMENT 

HARRISTON WASTEWATER TREATMENT 

HARROW SEWAGE 

HAVELOCK HAVELOCK WASTEWATER TREATMENT 

HENS ALL SEWAGE SYSTEM 

HOLLAND LANDING LAGOON 

INCO LTD GARSON MINE WASTEWATER TREATMENT PLANT 

INGLESIDE WASTEWATER TREATMENT 

IROQUOIS FALLS-PORQUIS JUNCTION 

JARVIS WATER POLLUTION CONTROL PLANT 

JOHN BAYUS PARK 

KAP KIGIWAN PARK 

KILLARNEY WASTEWATER TREATMENT 

KOA WINDSOR/401 

LAKE SUPERIOR PROVINCL\L PARK WASTEWATER TREATMENT 

LAKEFIELD WASTEWATER TREATMENT 

LAMBTON TGS WASTEWATER TREATMENT 

LANSDOWNE WATER TREATMENT PLANT 

LARS EN AND SHAW 

LENNOX TGS WASTEWATER TREATMENT 

LISTOWEL WATER POLLUTION CONTROL PLANT 

LITTLE CURRENT W.P.C.P. 

LUCAN SEWAGE SYSTEM 

LUCKNOW SEWAGE WORKS 

MADOC LAGOONS WASTEWATER TREATMENT 

MADS EN WASTEWATER TREATMENT (TWP OF BAIRD) 

MANITOBA PIONEER CAMP SHOAL LAKE 

MANITOU-WABING 

MANITOUWADGE WASTEWATER TREATMENT 

MANITOWANTNG W.P.C.P. 
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nfarkdale wastewater treatment 

mattawa lagoon 

mattice val cote wastewater collection 

maxville lagoon system ^ 

McGregor sewage 

merljn sewage works 

mtlverton sewage works 

mississagi provincial park wastewater treatment 

mitchell water pollution control plant 

mitchells bay wastewater treatment 

moonbeam wastewater treatment 

moosonee wp.cp. (north) 

muskoka baptist conference wastewater treatment 

muskoka woods sport resort 

nanticoke tgs wastewater treatment 

neustadt sewage works wastewater treatment plant 

new hamburg wastewater treatment 

new liskeard wastewater treatment plant 

niagara on the lake lagoon 

niagara glass plant. wastewater treatment plant 

noelville wwt 

norwich sewage 

omemee water pollution control plant 

ontario hydro thermal generating station (sewage) 

ontario hydro sewage works-mildmay, moee 

opasatika wp.cp. 

oswego park water pollution control plant 

pancake bay provincial park wastewater treatment 

parkhill sewage system 

parry sound industrial park 

raRTH WASTEWATER TREATMENT 

PLANT AGENET WATER POLLUTION CONTROL PLANT 

PLATSVILLE WASTEWATER TREATMENT 

POINT FARMS PROVINCIAL PARK 

PORT COLBORNE WEST PLACE 

PORT LAMBTON WASTEWATER TREATMENT 

PORT STANLEY WASTEWATER TREATMENT 

PORT ROWAN WASTEWATER TREATMENT 

POWASSAN WASTEWATER TREATMENT-TOWN 

POWASSAN LAGOON-MOEE 

RAINY RIVER SEWAGE LAGOON 

RAMORE WATER & SEWAGE 

RENE BRUNELLE PROVINCIAL PARK 

RIDGETOWN SEWAGE LAGOONS 

RIPLEY SEWAGE WORKS 

ROCK POINT PROVINCIAL PARK SEWAGE SYSTEM 

ROCKLAND WATER POLLUTION CONTROL PLANT 

ROCKWOOD WATER POLLUTION CONTROL PLANT 

RUSSELL SEWAGE 

SEAFORTH WASTEWATER TREATMENT PLANT 

SIBBALD PT. PROVINCIAL PARK 

SIOUX LOOKOUT WASTEWATER TREATMENT 
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SOMBRA TOWNSHIP WASTEWATER TREATMENT (PORT SOMBRA) 

SPANISH LAGOON WASTEWATER TREATMENT 

SPENCER VILLE WASTEWATER TREATMENT 

ST. CHARLES WWT 

ST.-ISIDORE SEWAGE SEWAGE 

STANTON HOUSE RESORT 

STAYNER WASTEWATER TREATMENT 

STELCO PARK WASTEWATER TREATMENT 

STEVENSVILLE-DOUGLAS TOWN LAGOON | 

STRATHROY WASTEWATER TREATMENT 

SUNDRIDGE LAGOON 

TARA SEWAGE SYSTEMS 

TAVISTOCK WATER POLLITHON CONTROL PLANT 

TAYLOR STRATTEN WASTEWATER TREATMENT 

TEMAGAMI LAGOON 

THEDFORD SEWAGE SYSTEM 

THESSALON WASTEWATER TREATMENT 

THORN BURY SEWAGE WORKS WASTEWATER TREATMENT PLANT 

THORNE SEWAGE TREATMENT PLANT 

THUNDER BAY CORRECTIONAL CENTRE 

TILBURY LAGOONS 

TOTTENHAM WPCP-MOEE 

TOTTENHAM WASTEWATER TREATMENT- VILLAGE 

TOWNSEND WATER POLLUTION CONTROL PLANT 

TWEED WASTEWATER TREATMENT 

VAL GAGNE WASTEWATER TREATMENT 

VERNER LAGOON 

WANAPITEI LAGOON WASTEWATER TREATMENT 

WARKWORTH WASTEWATER TREATMENT 

WARREN LAGOON 

WASHAGO SEWAGE FACILITY 

WEBBWOOD LAGOON 

WEST LORNE SEWAGE 

WESTPORT WATER POLLUTION CONTOOL PLANT 

WHITE RIVER WASTEWATER TREATMENT 

WLAtRTON SEWAGE SYSTEM 

WILLIAMSBURG SEWERS 

WINCHESTER WASTEWATER TREATMENT 

WINGHAM WATER POLLUTION CONTROL PLANT 

ZURICH SEWAGE SYSTEM 

Class 2 Wastewater Treatment 

ADULT OCCUPATIONAL CENTRE EDGAR WASTEWATER TREATMENT 

ALVINSTON WASTEWATER TREATMENT 

ARNPRIOR W.P.C.P. 

AYR WATER POLLUTION CONTROL PLANT 

AZILDA S.T.P. 

BANCROFT WATER POLLUTION CONTROL PLANT 

BATAWA WASTEWATER TREATMENT 
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BATH PUC 

BR ACEB RIDGE WASTEWATER TREATMENT 

BRADFORD WATER POLLUTION CONTROL PLANT 

CHALK RIVER WP.C.P. 

CHARLOrrENBURGH WATER POLLUTION CONTROL PLANT 

CHELMSFORD WWT 

CLINTON WWT 

CONISTON WWT 

COR UN A WASTEWATER TREATMENT 

COURTRIGHT WASTEWATER TREATMENT 

DELHI WASTEWATER TOEATMENT PLAT^JT 

DELORO WASTEWATER TREATMENT 

DESERONTO WATER POLLUTION CONTOOL PLANT 

DOWLING WWT 

DRYDEN WWT 

DURHAM SEWAGE WORKS WASTEWATER TREATMENT PLANT 

DUTTON SEWAGE SYSTEM 

EDWARDSBURGH PRESCOTT WASTEWATER TREATMENT 

ESSEX ENGINE PLANT WASTEWATER COLLECTION 

FRANKFORD WASTEWATER TREATMENT 

GODERICH POLLUTION CONTROL PLANT 

GRAND VALLEY WATER POLLUTION CONTROL PLANT 

HAILEBURY WWT 

HALIBURTON WPCP WASTEWATER TREATMENT 

HESPLER WASTEWATER TREATMENT 

IROQUOIS WASTEWATER TREATMENT 

KIL WORTH SEWAGE WASTEWATER TREATMENT 

KINCARDINE STP 

LAMBETH SEWAGE WASTEWATER TREATMENT 

LATCHFORD WWT 

LESLIE M. FROST CENTRE WASTEWATER TREATMENT 

LINDSAY WATER POLLUTION CONTROL PLANT 

LIVELY WWT 

LONGLAC WATER POLLUTION CONTROL PLANT 

MARMORA WATER POLLUTION CONTROL PLANT 

MATTAGAMI RIVER POLLUTION CONTROL PLANT-TIMMINS 

MATTAWA WASTEWATER TREATMENT 

MERRICKVILLE W.P.C.P. 

MILDMAY WATER POLLUTION CONTROL PLANT 

MOOSONEE W.P.C.P. 

MORRISBURG WPCP 

ODESSA WATER POLLUTION CONTROL PLANT 

OWEN SOUND WASTEWATER TREATMENT PLANT 

PAISLEY WATER POLLUTION CONTROL PLANT 

PARIS WATER POLLUTION CONTROL PLANT 

PENETANGUISHENE WATER POLLUTION CONTROL PLANT FOX ST PLANT 2 

PENETANGUISHENEWATER POLLUTION CONTROL PLANT MAIN ST PLANT 1 

PETROCAN - COOKSTOWN WASTEWATER TREATMENT 

PICKLE LAKE WATER POLLUTION CONTROL PLANT 

PITTS BURGH TWP CAN A 

POINT EDWARD WATER POLLUTION CONTROL PLANT 

PORT DOVER WATER POLLUTION CONTROL PLANT 
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PORT BURWELL WASTEWATER TREATMENT 

QUEENSTON WASTEWATER TREATMENT-REGION OF NIAGARA 

RED ROCK WASTEWATER TREATMENT 

RENFREW SEWAGE TREATMENT PLANT 

RODNEY WASTEWATER TREATMENT 

SCHREIBER WATER POLLUTION CONTROL PLANT 

SMITH FALLS WATER POLLUTION CONTROL PLANT 

ST MARY'S WASTEWATER TREATMENT 

ST JACOBS WATER POLLUTION CONTROL PLANT 

THAMES VILLE WASTEWATER TREATMENT 

THUNDER BAY TGS WASTEWATER TREATMENT 

TRENTON WASTEWATER TREATMENT 

WALDEN WWT 

WELLES LEY WATER POLLUTION CONTROL PLANT 

WELLINGTON SEWAGE TREATMENT PLANT 

WHEATLEY/ROMNEY WATER POLLUTION CONTROL PLANT 

WHITBY PSYCHIATRIC HOSPITAL 



Class 3 Wastewater Treatment 



ADELAIDE WATER POLLUTION CONTROL PLANT 

AILSA CRAIG WATER POLLUTION CONTROL PLANT 

BELLE RIVER-MAIDSTONE WPCP 

BLYTH WATER POLLUTION CONTROL PLANT 

BRANTFORD WATER POLLUTION CONTROL PLANT 

BROCKVILLE POLLUTION CONTROL PLANT 

BRUSSELS WATER POLLUTION COfsTTROL PLANT 

CALEDONIA WATER POLLUTION CONTROL PLANT 

CARLETON PLACE WASTEWATER TREATMENT 

COB DEN POLLUTION CONTROL PLANT 

COLLINGWOOD WASTEWATER TREATMENT-TOWN OF 

COLUNGWOOD WASTEWATER TREATMENT PLANT-TWP. OF 

CORNWALL WATER POLLUTION CONTROL PLANT-TWP. OF 

DRESDEN WATER POLLUTION CONTROL 

ELMIRA WATER POLLUTION CONTROL PLANT 

ELORA WATER POLLUTION CONTROL PLANT 

ESTEN WATER POLLUTION CONTROL PLANT 

GALT WASTEWATER TREATMENT 

HAGERSVILLE WATER POLLUTION CONTROL PLANT 

HANOVER WASTEWATER TREATMENT 

HUMBER TREATMENT PLANT 

IGNACE WATER POLLUTION CONTROL PLANT 

INGERSOLL WASTEWATER TREATMENT 

MENTAL HEALTH CENTRE WASTEWATER TREATMENT-PENETANGUISHENE 

NAPANEE WWT PLANT 

NORTH TORONTO TREATMENT PLANT- METROPOLITAN TORONTO 

ORILLIA WASTEWATER TREATMENT 

OXFORD WATER POLLUTION CONTROL PLANT-LONDON 

PARR^' SOUND W.P.C.P. 
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PEMBROKE WASTEWATER TREATMENT 

PETAWAWA WASTEWATER TREATMENT 

PETROLIA WATER POLLUTION CONTROL PLANT 

POTTERS BURG POLLUTION CONTROL PLANT 

PRESTON WASTEWATER TREATMENT 

RAVENS VIEW POLLUTION CONTROL PLANT 

SARNIA WATER POLLUTION CONTROL PLANT 

SHELBOURNE WATER POLLUTION CONTROL PLANT 

SOUTHWESTERN REGIONAL CENTER 

ST. THOMAS WATER POLLUTION CONTROL PLANT 

STAMFORD/NIAGARA FALLS POLLUTION CONTROL PLANT 

SUDBURY WWT 

SWASTIKA WATER CONTROL PLANT 

THUNDER BAY WATER POLLUTION CONTROL PLANT 

TILLSONBURG WATER POLLUTION CONTROL PLANT 

UXBRIDGE BROOK WATER POLLUTION CONTROL PLANT 

VALLEY EAST WWT 

VANASTRA WATER POLLUTION CONTROL PLANT 

VAUXHALL WATER POLLUTION CONTROL PLANT 

WALKERTON POLLUTION CONTROL PLANT 

WALLACEBURG WATER POLLUTION CONTROL PLANT 

WATERDOWN SEWER TREATMENT PLANT 

WATERLOO WATER POLLUTION CONTROL PLANT 

WESTMINSTER TWP WPCP 

WYOMING WATER POLLUTION CONTROL PLANT 



Class 4 Wastewater Treatment 



barrie wastewatcr treatment 

belleville wastewater treatment 

burlington skyway water treatment 

chatham water pollution control plant 

duffin creek water pollution control plant-region of durham 

dundas sewage treatment plant 

greenway water pollution control plant-london 

guelph water pollution control plant 

highland creek water pollution control plant-metropolitan toronto 

l'origional wwt 

lakev:ew water pollution control plant-moee 

little river pollution control plant 

main TREATMENT PLANT-METROPOLITAN TORONTO 

ORANGEVILLE WATER POLLUTION CONTROL PLANT 

PETERBOROUGH WASTEWATER TREATMENT PLANT 

PICTON WP.CP. 

PORT HOPE POLLUTION CONTROL CENTER 

SMITH FALLS WASTEWATER TREATMENT 

STRATI-ORD WATER POLLUTION CONTROL PLANT 

TISDALE-WHITI^Y W.P.C.P. 

WEST WINDSOR POLLUTION CONTROL PLANT 

WOODSTOCK POLLUTION CONTROL PLANT 
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